HEAT TREAT TO CONDITION H1150 IAW AMS2759/3. 
MINIMUM HARDNESS HB 277-352 (HRC 28-37). 


PIN, STRUT MOUNT 


PER AMS 5604/5643 AT THE H900 CONDITION. 


500-302051-001, 


NO ADDITIONAL TENSILE TESTS REQUIRED IF THE MATERIAL 
CERTIFICATION QUALIFIES THROUGH TEST THAT THE MATERIAL 
CAPABILITY MEETS THE MINIMUM PERFORMANCE REQUIREMENTS 
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ELECTROPOLISH PER ASTM 
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